SEPA Environmental Event Report 


Elms Event Number ENV/0893896 Notification Number 1 

Event Description Odour complaint for 2 Sisters, Coupar Angus 


Reported By 

Surname 

Origin 

Public Complainant 

Forename 

Affected Medium 

Air 

Organisation 

Name 

Investigating Team 

Falkirk, Alloa, Stirling and Perth 

Address 1 

Address 2 

Address 3 

T own 

Post Code 

Tel No 

Fax No 

Email Address 

Investigating Officer 



Receiving Officer 

Time Received 08:28:00 

Date Received 02-AUG-18 


Time Responded 11:00:00 

Date Responded 02-AUG-18 

Within 24? Yes 


Location 


2 Sisters Poultry Ltd, George St, Coupar Angus, PH13 9LU 


Located Notifiers Address? 


No 


Date Event Occurred 02-AUG-18 

Site Name RSA Site? No 


Catchment 

Mental H&S Low 

Assessment 

Assessment 

Description 


Impact Category 4 - Other 

Cause Unknown 

Source Unknown 

Potential Hazard 

Complainants Notified? Yes Details 


Type Other 

Sector Other 

Sepa Activity PPC 
Farm Name 
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SEPA Environmental Event Report 


Action 

Description 


Initial complaint sent from e-mail on 31/07/2018, however 

Second complaint sent from e-mail on 02/08/2018 at 08:28 stating odours w ere detected at 06:00. 

contacted site to advise of odour complants and requested they investigate any events / incidents that may have 
occurred, and to undertake an odour assessment. Spoke with 

She advised that a waste tanker had been on site around the time of the odour complaint which may have 
accounted for the odour (perhaps as the hosing w as removed). w as to speak w ith the site opertives and w aste 
tanker company to investigate potential methods of mitigating odours during this process. 

e-mailed complainant back at 11:35 on 02/08/2018 to update on this. No further action in this instance. Out of hours 
event not substatiated. 

Of note, mentioned in e-mail to contact SEPA via the EPI Perth inbox so that in my absence another member of the 
team can deal w ith the complaint in a timely manner. 
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